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2.32 (a) 

PERSONNEL QUALIFICATIONS, 

In August £01 Sk a cynomolgus macaque placed under anesthesia tor a sltidy procedure was observed lo have a low 
brxJy teimerature. In order tg normalize the animara qpre temperature during Ihe prppadura, e stall member was 
direclad a votarlrtiarLan to use a hot air sourca; h>owevar, the ivozzle o1 this hoi air source was InapprofinLalaly 
placed ip a location wFiich subsequenily led tolhermal injuries and later, eulFuanagia 

ll Is the responsibility of Ifie research facility to ensure that all sclenllsis, research lechnlclans, animal technicians, 
and olher personnel involved in animal care, treatment, and use are qualified to perform necesss.ry or directed dulies. 
This rasponsibilily shall be futlilled in part through lha provision ol training and appropriate instroolioii 1o Ihoso 
personnel. 

Corraclivo moasuros waro takan. Inoluding but not limitod lo, ratraining ol all involved stall and obsorvalion ol 
techniques by veterinary staff. 

This hem has boon corraotod by tha laoillly. 


2-33 (t>) ( 2 ) 

ATTENDING VETERINARIAN AND ADEQUATE VETERINARY CARE, 

Review of lacilily records for a cynomolgus macaque which was euthanized in Augusi £015 due lo complications 
rpsuHing From pn approved prpoadura iridicale lhal the animal did ngt racaive adequate veterinary cara during Ihia 
procadure. 

According to anesthesia records, there was a period of over 30 minutes in which no temperature was recorded while 
lha animal was under anasthaaia lor this prDOadura. This ia contrary Ip iha approved pratocal which sialaa thal a 
rectal temperature will be continuously foonltored under aneslhesia. By monitonng the temperature at more frequent 
inlerval&, changes in temperature may be idteniified and addressed sooner. Records indicate that the warming 
blanket used to maintain body tamparatura during anasthasia had not been turned on by the voiarinai'y laam. 
■Subsequently, the veterinarian authorized the use of a hot air source in an altempi to raise the animal 's body 
lemperaiure; however ibe source was 
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inappropriately pJaced by a staff member and ted to tfiermal injuries lo Ibe animal. 

A tm\mi of this ad'i^erse ovant Indicates that allhough a clinical vsisrinanan prasant during the procedure. Ihero 
was a failure of appropriate communication and ouersigih!. The result ted to the inappropriate placement of a hot air 
source by an individual stall member and subsequam animal injury sevara anough that authanasia was warranied. 

Failure to provide animals wiifi appropriate meltiods of veterinary care and oversight during approved procedures 
may causa unnacassary pain and distress lo Itie animal. 

Each researcti facility shall esiabitsh and maintain programs of adequate veterinary care that include lf»e availability 
arid usa o1 appropitaie maltkuds to pravenl, ooruLrcri, diagrtose, and tr^t diseases and injuries to the animals. 

The research laoilily acled prpoiplly to address this incident by wr^ucting a thorough investigaticn^ sell-reporting the 
inodenl, aixl swiflly Implemenllng appropriate oonracllve adlons lo prevant tutere occurrenoas. Oorraclivo acliones 
provided retraining of all personnel involved in the procedure including n>cinitcifing associsited with this protocoL 

This item has been corrected by the lacilily. 


This inspection was oondurcted on 04.^6,''S0i & and Ci4/£7j^0i 16. 
E>!il Intervtew vras conductod with a lacllity reprasenitatlvs. 
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